240     DOCKETED ITEMS

9004200377 Modifies 900316 request that util submit initial version of business plan by
end of Jul 1990,based on Diagnostic Evaluation Team reptPlan will be developed in
successive stages over next 12 to 18 months.

TAYLOR.J.M. Ofc of the Executive Director for Operations. 90/04/16.
DEMICHELE.O.M. Arizona Public Service Co. (formerly Arizona Nuclear Power
Project). 3pp. 53582:056-53582:058.

9004260185 Advises that licensee DCRDR program satisfies requirements of Suppl 1 to
NUREG-0737 & acceptable.Safety evaluation & LLL technical evaluation rept encl.
CHAN.T.L. Project Directorate V. 90/04/20. CONWAY.W.F. Arizona Public Service
Co, (formerly Arizona Nuclear Power Project). 6pp. 53628:338-53628:357.

-9004260194 Rev 1 to "Human Factors Engineering DCRDR Final Supplemental Tech-
nical Evaluation ReptPalo Verde Nuclear Generating Station."
JOHNSON.G.L, MOORE.J.W. Lawrence Livermore National Laboratory. UCID-21509
R01. 89/09/30. NRC - No Detailed Affiliation Given. 14pp. 53628:344-53628:357.

9005010028 Requests response to 900305 complaint from K Akers re receipt of inap-
propriately low rating in performance review due to Akers raising safety concerns
while performing duties at plant.Response requested within 30 days of Itr date.
MARTIN.J.B. Region 5, Ofc of the Director. 90/04/24. CONWAY,W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 53667:185-53667:187.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9004300283 Advises that response to Generic Ltr 89-06 re SPDS implementation ac-
ceptable & review considered complete. NRC should be notified if proposed date for
full implementation incorrect or revised.

PETERSON.S.R, Project Directorate V. 90/04/25. CONWAY.W.F. Arizona Public Serv-
ice Co. (formerly Arizona Nuclear Power Project). 4pp. 53664:102-53664:105.

9005040098 Application for amend to License NPF-41,lowering min shutdown cooling
flow specs for Mode 5 loops not filled & require closing valve to isolate major source
of nonborated makeup water from RCS.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
90/04/30. Document Control Branch (Document Control Desk). 10pp. 53740:281-
53740:291.

-9005040099 Proposed Tech Specs to lower min shutdown cooling flow specs for
Mode 5 loops not filled & require closing valve to isolate major source of nonborated
makeup water from RCS.

*  Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 90/04/30. 1p.
53740:291-53740:291.

9005090118 Forwards Amend 48 to License NPF-41 & safety evaluation. Amend revises
Surveillance Requirement 4.4.1.4.2 by decreasing required shutdown cooling flowrate
on one time basis until initial entry into Mode 2 for Cycle 3.

CHANJ.L. Project Directorate V. 90/05/04. CONWAY.W.F. Arizona Public Service
Co. (formerly Arizona Nuclear Power Project). 3pp. 53786:251-53786:264.

-9005090123 Amend 48 to License NPF-41,revising Surveillance Requirement 4.4.1.4.2
by decreasing required shutdown cooling flowrate on one time basis until initial entry
into Mode 2 for Cycle 3.
LARKINS.J.T. Project Directorate V. 90/05/04. 5pp. 53786:254-53786:258.

-9005090125 Safety evaluation supporting Amend 48 to License NPF-41.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/04. 6pp.
53786:259-53786:264.

9005150163 Forwards safety evaluation accepting util response to Generic Ltr 89-19,
"Safety Implication of Control Sys in LWR Nuclear Power Plants," Design provides
acceptable means of mitigating main feedwater overfill events.
CHANJ.L. Project Directorate V. 90/05/09. CONWAY.W.F. Arizona Public Service
Co. (formerly Arizona Nuclear Power Project). 3pp. 53851:194-53851:199.

-9005150166 Safety evaluation accepting current steam generator overfill protection
design & associated Tech Spec requirements.per Generic Ltr 89-19.

*   Office of Nuclear Reactor Regulation. Director (Post 870411). 90/05/09. 3pp.
53851:197-53851:199.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for

Safety-Related Components." Svc list encl.
PARTLOW.J.G. Associate Direi

. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005210096 Notification of 900531 meeting w/util in Rockville.MD to discuss licensee
fuel technology transfer program for plant.

PETERSON.S.R. Project Directorate V. 90/05/14. LARKINS.J.T. Project Directorate V.
4pp. 53881:234-53881:237.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001 -53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co, of New York, Inc. 138pp. 53903:092-53903:277.

Q. Inspection reports, IE Bulletins & correspondence

9004300251 Forwards Licensed Operator Requalification Retake Exam Rept 50-5287
OL-90-01 on 900320.Rept details reexam of licensed senior reactor operator previous-
ly evaluated as unsatisfactory on simulator portion taken on 891009-1103.
KIRSCH.D.F. Region 5, Ofc of the Director. 90/04/11. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 2pp. 53654:210-53654:216.

-9004300253 Requalification Retake Exam Rept 50-528/OL-90-01 on 900320. Exam
results:performance     of     senior     reactor     operator     during     retake     exam
satisfactory.Operators file will be updated accordingly.
ROYACK.M.J. Region 5. Ofc of the Director. 90/04/09. 5pp. 53654:212-53654:216.

9004270012 Forwards Insp Repts 50-528/90-03,50-529/90-03 & 50-530/90-03 on
900121-0303 & notice of violation.Violation emphasizes need to adequately resolve
deficiencies before relying on affected equipment to satisfy Tech Spec requirements
ZIMMERMAN.R.P. Region 5, Ofc of the Director. 90/04/13. CONWAY.W.F. Arizona
Public Service Co. (formerly Arizona Nuclear Power Project). 3pp. 53634:001-
53634:040.

-9004270014 Notice of violation from insp on 900121-0303.Violation noted:diesel gen-
erator B fuel oil storage tank level indicator known not to be functioning but used to
determine adequacy of storage tank level per Spec 4.8.1.1.2.a.
ZIMMERMAN.R.P.   Region   5,   Ofc   of  the   Director.   90/04/13.   2pp.  53634-004-
53634:005.

-9004270015   Insp  Repts  50-528/90-03.50-529/90-03  &  50-530/90-03  on  900121-
0303.Violation noted.Major areas inspected:ESF sys walkdowns.monthly surveillance
testing.monthly plant maint, work order steps (Unit 1) & LPCI pump B (Unit 1).
WONG.H. Region 5. Ofc of the Director. 90/04/12. 35pp. 53634:006-53634:040.

9004270129 Ack receipt of 900328 Itr informing NRC of steps taken to correct violations
noted in Insp Repts 50-528/90-07. 50-529/90-07 & 50-530/90-07.
YUHAS.G.P. Region 5. Ofc of the Director. 90/p4/17. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 1p. 53632:193-53632:202.

9005160014 Forwards Insp Repts 50-528/90-02,50-529/90-02 & 50-530/90-02 on
900108-041 S.Violation noted.lnsp identified that personnel still reluctant to initiate mat!
nonconformance rept or engineering evaluation request.

KIRSCH.D.F. Region 5, Ofc of the Director. 90/04/24. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 53836:122-53836:158.

--9005160015  Insp  Repts  50-528/90-02,50-529/90-02  & 50-530/90-02 on  900108-
0412.Violations noted.Major areas inspected:licensee performance on closing out
NRC open items & routine fire protection program implementation.
HUEY.F.R. Region 5, Ofc of the Director. 90/04/23. 33pp. 53836:126-53836:158,

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint"
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9005100257 Advises that util 890330 & 1227 responses to Bulletin 88-010 & Suppl 1,
"Nonconforming Molded Case Circuit Breakers" acceptable.

CHAN.T.L. Project Directorate V. 90/04/30. CONWAY.W.F. Arizona Public Service
Co. (formerly Arizona Nuclear Power Project). 3pp. 53796:159-53796:161.

9004250159 NRC Info Notice 90-030. "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01,
Consolidated Edison Co. of New York. Inc. 98pp. 53663:084-53663:183.

9005230324 Forwards Initial Exam Continuation Rept 50-528/OL-90-02 on 900321 .Pro-
cedural noncompliance noted re operator-ordered actions not in accordance w/alarm
response procedures for low pressurizer level.

ZIMMERMAN.R.P. Region 5. Ofc of the Director. 90/05/02. CONWAY.W.F. Arizona
Public Service Co. (formerly Arizona Nuclear Power Project). 3pp. 53915:195-
53915:201.

-9005230329 Exam Rept 50-528/OL-90-02 on 900321 .Exam results:senior reactor op-
erator passed continuing license exam.
ROYACK.MJ. Region 5, Ofc of the Director. 90/04/10. 4pp. 53915:198-53915:201.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9005100247 Responds to 900330 enforcement conference re violations noted in Insp
Repts 50-528/90-04,50-529/90-13 & 50-530/90-13.Corrective action:special locking
mechanisms installed on currently posted radiation area doors & gates.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
90/05/03. Document Control Branch (Document Control Desk). 10pp. 53809:335-
53809:344.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005220257 Forwards Mgt Meeting Repts 50-528/90-21,50-529/90-21 & 50-530/90-21
on 900410.SIides used during presentations also encl.

ZIMMERMAN.R.P. Region 5, Ofc of the Director. 90/05/04. CONWAY.W.F. Arizona
Public Service Co. (formerly Arizona Nuclear Power Project). 3pp. 53899:354-
53900:067.

-9005220264  Mgt  Meeting  Repts  50-528/90-21,50-529/90-21   &  50-530/90-21   on
900410.Major areas discussed:status of Unit 1 pre-restart action items.recent plant
events.mgt issues & util initiatives.
WONG.H. Region 5. Ofc of the Director. 90/04/25. 74pp. 53899:357-53900:067.